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the River Ganges riseth very much, sometimes is at
a stand for the hight about 10 or 15 dayes, when it
falls ; after that time it riseth no more that yeare.8
In 1671 the Storme was about 2d. or 3d. and the River
rise the 8th at night, being the time when the Moon
was Eclipsed, but this yeare hath beene storme ever
since the middle of March.9
September le nth. I observed with a small compas
the Sun rose East 4d. Southerly, so that I conceive the
Variation is 4d. The Sun being then in the Equator,
there needs no working it. This observation was
taken at Singee, 15 miles North of Pattana.10
Harl. MS. 4254, fol. 26a.
Memorandum. At Cape Bonesperance the variation
yearly increaseth and at Mauritius decreaseth.
24 September, Then was the Hotty \hathiya] or
great storme over, being New moon,
7  October 1671.     A violent Storme happened but
lasted not above one houre.     Tis supposed to be port
[sic, part] or reliques of the Hotty.
Harl. MS. 4254, fol. 23a.
15 October. A violent storme happened, which
continued about an houre in the morning, which [is]
supposed to be the reliques of the Hotty or Moonsoone.
NAHOWNA TIME u
Harl. MS. 4254, fol. 24a.
6 November 1671* Upon the 6th of November
(when the Moone was neare the Full) in the morning,
was the chiefe time of the Hindoos washing at Hodji-
pore [Hajlpur], whether resorted (I conceive) about
40 or 50000 persons on that day, on the day before
and the day after, to wash their bodies in the place